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From BEST BLOCK COMPANY 


The ultimate 
design in 
screen walls... the 


NEW distinguished 


Now, your choice of si 
exclusive patterns of ligh 
weight screen wall masonr 
units. Available in soft paste 
Coral Tan color 


These modular units ar 
produced in a nomina 
12"x12" face and 4” wide 


Reinforcing and othe 
structural details are availabl 
upon request 


* 
You will find these designs in 


Wisconsin ONLY at BEST BLOCK 


BESSER VIBRAPAC MASONRY UNITS 


3522 N. FRATNEY ST. AT E. KEEFE AVENUE 
MILWAUKEE 12, WISCONSIN EDgewood 2-8500 


From fronting pylons to floating floors.., 


dramatic Santa Monica Auditorium 
is a showplace of modern concrete! 


Graceful beauty goes hand in hand with prac- 
ticality in the new concrete Civic Auditorium 
at Santa Monica, California. 

72-foot concrete pylons are combined with 
an ornamental grille rising from mezzanine 
floor to roof. The concrete grillwork was pre- 
cast at the site. And this dramatic facade will 
keep its beauty. 

Inside, the concrete floor is flat for sports 
events—and tilts to “full auditorium” posi- 
tion with 2,750 seating for stage shows and 
concerts. The sidewalls and loft structure of 


PORTLAND CEMENT ASSOCIATION 
735 North Water St., Milwaukee 2, Wisconsin 


A national organization to improve and extend the uses of concrete 


the building are cast-in-place concrete. So is 
the upper level concourse, while the grand 
stairways leading to it are of precast concrete. 

The auditorium is an impressive example of 
both excellent design and imaginative uses of 
concrete in new and exciting forms. And be- 
cause it’s concrete, upkeep will be outstand- 
ingly low. . . and fire-resistance uniformly high. 
Architects & Engineers: Welton Becket, F.A.I.A., and Asso- 


ciates, Los Angeles. General Contractor: C. L. Peck and Millie 
and Severson, Inc., Los Angeles, 


FOR STRUCTURES... 
MODERN 


concrete 


FOR SPEED IN CONSTRUCTION AND ECONOMY 


St. Lukes Ev. Lutheran Church 
Watertown 


DoxPlank 


FLOOR and ROOF SYSTEMS 


The DOX PLANK system was selected for use 
in this modern school because it combines the 
high compressive strength of concrete and the 
high tensile strength of steel. DON PLANK 
features make it the favorite of architects, en- 
i d contractors for use in schools, 

buildings, factories, apartment 
houses and private homes. It offers the special 
advantages listed below, 


Architect: 
Hugo Loge Mann 


Milwaukee 


General Contractor: 
Arthur Griebenow 
Beaver Dam 


Made Under 
Patent No. 
2696729 


თ Economical 
ი Is Fire Resistant 
® Saves Time and Labor 
თ Immediate Working Deck 
© Speeds Building Occupancy 
è Reduces Cold Weather Delays 
ი Conforms With Standard Building Practices 
თ Eliminates Hazards of Improper Field Construction 


Serving the Building Industry Since 1912 
6633 W. National Ave. Milwaukee, Wis. 


CHAPTER NOTES 
доира aE 


P 
= 
ез 
ක්‍ෂ Э 
ЄЗ 
— 2 


The Wisconsin Architect, Volume 28, Number 7, the official publi- 
cation of the Wisconsin Chapter, American Institute of Architects, is 
published monthly with the assistance of the Chapter Office, 4003 
West Capitol Drive, Milwaukee 16, UPtown 1-9450. Edited and pub- 
lished by Schmidt Publications, BR 1-6400 Subscription rates are 
$5.00 per year. 


Wisconsin Chapter American Institute of Architects 
4003 W. Capitol Drive, Milwaukee 16, Wisconsin Telephone UPtown 
1-9450. Executive Secretary, Mrs. Ruth Hill 


Officers 
President... John Brust, 1212 West Wisconsin, Milwaukee 
Vice-President Mark Purcell, 1920 Monroe St., Madison 


Secretary-Treasurer. John P. Jacoby, 1249 .א‎ Franklin Pl., Milwaukee 


Directors at Large 

Joseph H. Flad, 2525 University Ave., Madison; Wallace Н. Lee, Jr., 

737 N. Jefferson, Milwaukee; Mark Purcell, 1920 Monroe Street, Madi- 

son; Francis J. Rose, 757 М. Broadway, Milwaukee; Frank C. Shat- 

fuck. 174 E. North Water St., Neenah; Karel Yasko, State Office Bldg., 
ааіѕоп. 


Division Directors 

Milwaukee: Clinton Mochon, 11121 W. Oklahoma Avenue; Frederick 
]. Schweitzer, 316 E. Silver Spring Dr. 

Madison: William Kaeser, 3407 Circle Close; Nathaniel W- Sample, 
953 University Bay Dr. 

Northeast: Leonard Reinke, 805 Main St., Oshkosh; Julius Sandstedt, 
103 Otter St., Oshkosh. 

Nivision Officers 

Milwaukee: President, Clinton Mochon, 11121 W. Oklahoma Ave; 
Vice-President, Sheldon Segel, 8949 М. Lake Drive; Secretary- 
Treasurer, Abe Tannenbaum, 2465 V. Capitol Drive 

Madison: President, Robert Torkelson, 2020 University Ave.; Vice- 
President, Harold Ames, 2020 University Ave.; Secretary-Treasurer, 
Herbert Bradley, $137 Loruth Terrace. 

Northeast: President, Melvin Siewert, 174 ხ. North Water, Neenah; 
Vice-President, Robert Sauter, 125 W. College Ave., Appleton; 
Secretary-Treasurer, Lawrence Bray, 1544 .א‎ 2181 St., Sheboygan. 


The closing deadline for entrance to the Wisconsin 
Registration Board of Architects and Professional En- 
gineers architectural examination has been postponed 
until August 1. The examinations will be held August 
29 through September 1, 1960. Application should be 
made to Wisconsin Registration Board of Architects and 
Professional Engineers, State Office Building, Madison 
2, Wis. 

+ * * 

Two Wisconsin men have been granted registration 
as architects. They are Stuart W. Gallaher, Neenah, 
and Gustave M. Martinsons, Madison. 


* * * 


xty-six per cent of the 409 Wisconsin resident 
architects are members of the Wisconsin Chapter, AIA. 
This compares to 58.6% in May of 1958 when 375 
of the registered Wisconsin architects resided here. 


* * * 


The Chapter Office has on file numerous applications 
for employment from men of various degrees of edu- 
cations and experience. One is from an Istanbul, Turkey, 
graduate architect-engineer who is currently planning 
a government housing project. Contact Mrs. Hill at the 
Chapter office if you are interested. 

8 . * 

“The Master Builder—Facts About Your Architect,” 
a new leaflet in the AIA series, has been relased. Others 
which have been made available by the Institute are 
“Buildings for Business,” “The Meaning of Architec- 
ture,” “The Contemporary House” and “Facts and 
Fancies About School Buildings.” The price of each is 
03. An order blank for this and other public relations 
tools is printed on page 10 of this issue. 


(Continued on page 13) 


84 ARCHITECTS DESIGN 


For the first time in the 17 year 
ustory of the Milwaukee Parade of 
{оез each of the entries has been 
designed by an architect. The 1960 
?агаде found 20 examples of Wisconsin 
iehitecture displayed in а new sub- 
livision in Brookfield west of Milwau- 
се. Thousands of home building fans 
slunked down fifty cents each to enter 
the parade area and look over the 
10 

An interesting feature of the event 
was the triple judging of the homes 


once by a team of women, again by a 
team of college students, and finally 
əy a trio of architects. Not too sur- 
srisingly each of the groups seemed 
to have its own ideas about the out- 
standing exterior and interior designs 
in the parade. 

1116 two women judges, Mrs. Henry 
Maier, wife of Milwaukee’s mayor, and 
WISN-TV commentator Mrs. Trudy 
Beilfuss, showed a preference for the 
more traditional line as they selected as 
their first choice for exterior design the 
home designed by Edmund Schrang 
and built by Heinz Fischer Construction 
Co 

As the home having the best interior 
design, the women gave the accolade 
to an early American “ranch” type de- 


1960 PARADE OF HOMES 


signed by Murray L. P. Kinnich and 
built by William Kilps Sons. 

The Kinnich-Kilps home also won 
an award from a team of seniors from 
the University of Wisconsin light build- 
ing department. The college judges — 
Mrs. CasSandra Steinkopf and Ter- 
rence Eisch, who were accompanied in 
an advisory capacity by D. J. Stith, 
head of the U. W. light building de- 
partment — thought that the house 
had the best exterior. 

Their award for the best interior 
went to a trilevel built by Eddie 
Mathews Enterprises, Inc. and designed 
by Ned E. Fischer. 

A team of three architects selected 
a single home for both the exterior 
and interior design awards. Their 
choice was a home designed by Freder- 
ick Schweitzer and built by Heidel 
Homes. 

The members of the architect's judg- 
ing team were Prof. Leonard Wolf, 
head of the architectural school of Iowa 
State university, Ame Prof. L. Robert 
Blakeslee of the University of Detroit 
architectural school, and C. Edward 
Ware, Rockford, III., president of the 
Northern Illinois chapter of the Am- 
erican Institute of Architects. 


the wauwatosa 
CIVIC CENTER 
Su 


GRASSOLD- JOHNSON ano ASSOCIATES оғ MILWAUKEE 


WRIGHT REDIVIVUS 


During his lifetime, Frank Lloyd Wright not only built 
roughly 500 structures (some set the figure at more than 
700), he wrote a dozen books and uncounted magazine 
articles a volume which many professional writers 
would envy. Nor has his death ended the publication 
of his words any more than it stopped the construction 
of the buildings on which he was working when he 
became fatally 111. If anything, his death a little mor 
than a year ago, seems to have spurred on a new out- 
pouring of books about and by him. 

The latest of these is “Frank Lloyd Wright: Writings 
and Buildings” (Meridian Books, $1.95 paperbound; 
Horizon Press, $3.95 cloth bound). This is a selection 
writings made by Edgar Kaufmann, the 
distinguished architectural historian and Ben Raeburn, 
Wright’s editor and publisher for many years at Horizon 
Press, 


The book is divided into seven sections which Kauf- 
mann and Raeburn feel parallel distinct periods in 
Wright’s life: Roots — to 1893; Prairie Architecture 
1893-1910; Taliesin 1911-1916; Japan 1916-1922; Great 
Projects and Small Houses 1920-1929; Fe llowship 1930- 
1945, and World Architecture 1946-1959. In each sec- 
tion, are grouped excerpts from books and articles by 
Wright to describe what course he was following, why 
(always this) and how (sometimes). 

Messrs. Kaufmann and Raeburn are to be con- 
gratulated on the skill with which they have done their 
job. Obviously, the task of compressing a lifetime of 
writings into one 346 page volume is no little one. And 
it is equally obvious that each decision as to what should 
be included came only after a number of decisions as 
to what must be left out. Howev it is difficult to 
see how anyone could quarrel greatly with their choices. 

Messrs. Kaufmann and Raeburn have teamed together 
to produce a book which may (and hopefully will) do 
many things: Bring to the attention of more laymen 
the architecture of Wright (which cannot but help 
advance the cause of all sound architecture) ; encourage 
those who have only hearsay knowledge of Wright and 
his buildings to actually listen to what he has to say 
and to study on the site some of the building that he 
has accomplished; and, lastly, remove some of the myths 
with which he has been so thickly surrounded. 

Much of the material in “Frank Lloyd Wright: Writ- 
ings and Buildings” i amiliar books or articles 


is from 
“A Testament”; “An Autobiography”; “The Natural 
House.” But an almost equal amount is much less 
familiar. There are selections from The Architectural 
Record, 1928; his preface to Ausgefuhrte Bauten Und 
Entwurfe published by Wasmuth Berlin in 1910; The 
Architectural’ Record, 1914; an address to the Chicago 
Arts and Crafts Society at Hull House in 1901, and 
others. 


And it is primarily in these latter selections that 
new light is shown upon the master architect. For 


(Continued on Page 13) 


DESCO 
VITRO 
GLAZE 


of 
wisconsin 


816 NORTH 
OXFORD AVENUE 


Eau Claire, Wisconsin 


names to 


REMEMBER 


G and R 
TERRAZZO 


and 
TILE 


816 NORTH 
OXFORD AVENUE 


Eau Claire, Wisconsin 


For long spans at low cost 
get the facts now on the 


CONCRETE 
RESEARCH 


Pre-stressed 


CHANNEL 


Enjoy the design freedom that pre- 
stressed concrete structural mem- 


bers afford you . . . light, shallow, 
long-span members free from 
cracks or disturbing deflections, 
even under the most extreme 
conditions of service. And with 
Concrete Research, you also bene- 
fit from the quality and reduced 
cost of factory-controlled produc- 
tion . . . delivery and production 
schedules you can depend on. 


CONCRETE 
RESEARCH INC. 
P.O. Box 491, Waukesha, Wis. SP 1-1510 


“WRITE YOURSELVES IM...” 


Regional PR Workshop Offers Tips To Architects 


Another step towards spreading the 
story of the Wisconsin architect and his 
works was announced at a Public Re- 
lations Workshop for the North Central 
States Region of AIA held in Milwau- 
kee on June 29th. 

This latest tool in the architect’s pub- 
lic relations kit is a slide film to be 
composed of photos of work represen- 
tative of Wisconsin architects. 

The slides are to be contributed by 
Wisconsin chapter members and_ the 
film story composed from them will be 
available through the chapter speakers’ 
bureau for use at meetings of social, 
civic, educational and other groups. 

During the workshop, Budde Marino, 
recently appointed public relations 
counsel for the Wisconsin AIA chap- 
ter, demonstrated how a speaker could 
easily use a slide projector in the course 
of a public talk. 

Public appearances of architects be- 
fore outside groups was one of the 


NOVOTNY 
INC. 


647 W. Virginia St. 
Milwaukee 4, Wisc. 


L. J. A. L. J. С. 
ВК. 6-1899 — BR. 2-4183 
e 


F. H. LAWSON CO. 


Medicine Cabinets 
Bathroom Accessories 


CHICAGO HARDWARE 
FOUNDRY CO. 


SANI-DRI Electric Hand and 
Hair Dryers 
SANI-DRI Bowlers’ Hand Dryers 


SANI- PRODUCTS 


Restaurant Stools and Tables 


VISADOR CO. 


Distinctive 
Wood Door Lights and Louvres 


public relations activities recommended 
at the workshop by Robert Denny, of 
Henry J. Kaufman & Associates, and 
public relations counsel for the na- 
tional АТА. 

Denny cited the lack of an effective 
speakers’ bureau as a weakness of many 
AIA chapters. “It is very important,” 
he said, “that we go out and talk to 
club groups,” 

The public relations counselor sug- 
gested that architects might find it 
well worth their while to join Toast- 
master Clubs to develop their public 
speaking ability. 

Endorsing a greater use of local live 
television programs, he suggested that 
architects readily accept requests to 
appear on women’s programs and other 
locally produced shows 

Denny praised the Wisconsin chap- 
ter’s use of AIA films on television, but 
recommended that individual groups 
make greater use of the AIA films 
available through the chapter offices. 

Sixteen-millimeter sound films cur- 
rently available for showings before in- 
terested groups are “School for John- 
ny,” “Place to Worship,” “Buildings for 
Business,” “What is a House?”, and 
“Design a Better Tomorrow.” 

Denny also recommended that archi- 
tects volunteer their services for urban 
renewal projects, either as individuals 
or as a group. 

Representatives from Wisconsin, 
Minnesota, North Dakota and South 
Dakota attended the one day meeting 
at the Jewish Community Center. Allen 
Strang, chairman of the Wisconsin 
chapter’s public relations committee 
presided. 


Among other subjects discussed in 
the exchange of public relations ideas 
was the question of advertising by 
architects, and the importance of main- 
taining mailing lists for the distribution 
of AIA pamphlets. 

Public relations counselor Denny also 
suggested that ritects write them- 
selves into the body of their news 
releases on buildings, rather than nam- 
ing the architect in the last paragraphs. 


He said that all releases should be 
accompanied by photographs carrying 
an appropriate credit line for the ar- 
chitect. 


WRIGHT REDIVIVUS (Continued from Page 11) 
example, there is a not uncommon belief that his atelier 
of sorts may well have been a subtle form of self-flattery ; 
that sending forth young men, too many of whom may 
have mimicked their teacher, was somehow satisfying 
to his ego. But it is hard to see how one could continue 
to retain this view after reading Wright's remarks on 
apprentices, printed back in 1914: 

“To my chagrin, too many are content to take it 
‘ready-made’, and with no further preparation hasten 
to complete for clients of their own. Now, 15 good, 
bad and indifferent are practicing architecture in the 
Middle West, South and Far West and with consider- 
able “success.” In common . . . always—ad nauseum— 
the inevitable reiteration of the features that gave the 
original work its style and individualty . 

“The boy who steals his forms . . . is no artist, 
has not the sense of the first principle of the ideal that 
he poses and the forms he abuses. He denies his birth- 
right, an act characteristic and unimportant; but for 
а mess of pottage, he endangers the chances of age nuine 
forward movement (in architecture) 

And this forward movement, of course, was Wright's 
lifelong devotion. How far he alone advanced it, it is 
still too soon to tell. 

In addition to the text, “Frank Lloyd Wright: Writ- 
ings and Buildings” contains more than 150 illustra- 
tions (drawings, photographs, plans and sketches) and 
the first complete list of Wright’s executed building 
from 1893 to 1959, keyed to a map of the United States. 

All in all, an excellent introduction to Mr. Wright 
and his work, and with just enough fresh material to 
make the volume worthwhile for those already in the 
fold. 


CHAPTER NOTES (Continued from Page 5) 


The June meeting of the Board of Directors was 
held at the Oshkosh Country Club at 10 a.m. Mem- 
bers present were J. Brust, J. Jacoby, F. Schweitzer, 
W. Lee, L. Reinke, M. Purcell, W. Kaeser, N. Sample, 
С. Мосһоп, F, Shattuck and J. Sandstedt. 


Public Relations Committee Chairman Allen Strang, 
reporting for the committee, recommended and the 
Board confirmed the appointment of the Budde Marino 
Agency as Public Relations Counsel for the Chapter. 
Mr. Marino will appear at meetings of each of the 
divisions to outline plans for the Chapter’s PR program 
during the coming year. 

Trustees Thomas Flad, Robert Potter and Julius Sand- 
stedt have been appointed by the board to direct the 
Wisconsin Chapter, AIA, Insurance Trust Fund for the 
Lincoln National Life Insurance Company hospital and 
surgical group insurance. 


* * + 


“Louisiana Architecture to 1959” is the title of the 
current “Document of the Month” now = 
through the American Institute of Architects, 173: 
York Avenue, N.W., Washington, D.C. George F. 
Pierce, Jr., chairman of the AIA Chapter Affairs Com- 
mittee writes of this volume, “As the introduction to 
this handsome exhibition catalogue states: “The best 
way to understand architecture is to look at it.’ The 
Baton Rouge Chapter, AIA, and the Louisi Art 
Commission have thus rendered a splendid service to 
both the profession and the public by arranging what 
was obviously a most impressive exhibit of the current 
work of Baton Rouge architects.” 


COPYCAT DOOR MANUFACTURERS 
DECEIVE ARCHITECTS 


Did You Know That of the 110 engineered or cus- 
tom door and frame producers in the United States, 
most of them substitute their hollow metal doors 
and frames as "equal" to specifications of 7 or 8 top 
manufacturers? These producers simply duplicate 
the designs of the leaders. Many of them have no 
available catalog data. Since marginal producers 
can't have nearly the same productive capacity in 
terms of either quality or quantity, why do people 
continue to buy “second best''? 


* * * 


The National Steel Door & Frame Associa- 
tion, which has recently been formed, will be of direct 
benefit to architects and their specifiers. The new 
association will aggressively develop and introduce 
standards within the industry to assure the architect 
of getting the quality he specifies. If there are some 
points you'd like aired, write either to the Secretary, 
Joseph N. Saino, Saino Manufacturing Co., Mem- 
phis, Tenn., or to the Association President, H. W. 
Wehe, Jr., care of Overly Manufacturing Company. 


* * * 


One Of Our Toughest Jobs came about not 
too long ago when we fabricated a most unusual 
roof, for Ohio State University’s giant arena. A 
barrel vault construction in aluminum, the entire 
roof design has no single right angle nor one true 
circular cut. O.S.U.’s new arena seats 15,000, and 
is located on Ohio State’s rolling campus. Other 
recent Overly roof fabrication jobs are the stain- 
less steel parabolic roof at Idlewild Airport, the 
new addition to the United States Senate Office 
Building in copper and New Orleans’ Moissant 
Air Terminal in alodine finish aluminum. 


Manufacturers of hollow metal products, stainless 
steel entrances, architectural metal work and church 
spires. 


“To The Point” is published by Overly Manufacturing 
Company for the express interest of the architectural and 
building professions. Your comments are welcome and will 
be discussed in this column. Write: H. W. Wehe, Jr., Execu- 
tive Vice President, Overly Manufacturing Company, Greens- 
burg, Pa. Other Overly plants at St. Louis, Mo., and Los 
Angeles, Calif. 


in the 
Finest Structures 
throughout the 
Nation! 


an architect 
knows... 


that building exterior maintenance requires the 
know-how gained from experience .. . . i and 
SprayeOe Bond has it. Since 1926, Spraye Oa 
Bond has serviced commercial, industrial, insti 
tutional and municipal properties throughout 
Wisconsin and Upper Michigan. When plan 
ning additions to properties architects often 
are asked by clients, “What should we do to 
improve the appearance and condition of om 
old buildings?” For years, architects have con 


lidently recommended inspection and analysis 
by SprayeOe Bond engineers. Every job is guar 
anteed against faulty workmanship and ma 


terials. 
for homes · offices - factories 
+ ; о Cleaning 
institutions + schools * stores ә Waterprosfing 
5 Ei ө Tuckpointing 
ა Concrete Restoration 


SPRAY-O-BOND CO.‏ | הו 


2225 N. Humboldt Ave. Milwaukee 12, Wis. 


PITTSBURGH PLATE GLASS CO. 


620 South First Street * Milwaukee, Wis. Out-of-town inquiries please call COLLECT... FRanklin 2-3800 


SPANCRETE 


prestressed precast concrete floor and roof systems 


Another SPANCRETE plant is now in full operation at Valders, Wisconsin. 
This new plant was built in order to increase service in filling the ever-growing 
demands for SPANCRETE in all types of building construction. 


Mass production techniques in two modern plants insure low material cost... . 
SPANCRETE'S versatility and flexibility cut design and engineering time... . 
fast construction reduces supervision . . . savings allow for additional de luxe features. 


We suggest you investigate the possibilities of using SPANCRETE in your next building project. 
Call for full information. 


VALDERS 
PLANT 


MILWAUKEE 
PLANT 


_ა WEST ALLIS CONCRETE PRODUCTS CO. 


8714 W. Schlinger Ave. რ Milwaukee 14, Wis. ө SP. 1-0100 
ა 1000 W. College Ave. è Appleton, Wis. е RE. 4-9271 


U. L. AND STATE APPROVED FOR 2 HOUR AND 4 HOUR FIRE RESISTIVE RATING 


MID STATES CONCRETE PRODUCTS СО. 


BELOIT, ‚ WISCONSI 


